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Subject: [External] Pipeline 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious 
email as an attachment to report.spam@nc.gov. 


Dear Governor Cooper, 

Please use all of your influence to STOP the proposed methane pipeline from being built in NC. We need 
to switch quickly to renewables, methane has too many water pollution problems and methane leaks are a 
huge concern for global warming as well. 

Thank you for your efforts to prevent drilling off of our coast:) 

Please keep up the good work, you definitely have my vote!! 

Jack Unruh 

5709 Bashford Crest Ln. 

Raleigh, NC 27606 
919-233-8446 



